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E.O. 11652: N/A 
TAGS: ENRG, SENV, GW 

SUBJECT: CCMS - ENERGY CONSERVATION IN BUILDINGS 
REF: A. STATE 58894; B. BONN 4586; C. BONN 4456 

1. SUMMARY: ALTHOUGH FRG REMAINS VERY INTERESTED 
IN CCMS ENERGY CONSERVATION PROJECT, IT WILL BE ABLE 
TO SEND ONLY GERMAN CONSUL GENERAL IN ROTTERDAM AS 
OBSERVER TOMARCH 26-27 ROTTERDAM MEETING ON ENERGY 
CONSERVATION IN BUILDINGS. END SUMMARY. 

2. FONOFF CCMS COORDINATOR ASKED EMBASSY TO REPORT 
THAT FRG REMAINS VERY INTERESTED IN CCMS ENERGY 
CONSERVATION PROJECTS IN BOTH BUILDINGS AND INDUSTRY. 
THEY APPRECIATED THIS US INITIATIVE AND BELIEVED CCMS 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 BONN 04729 251735Z 

WOULD BE AN APPROPRIATE FORUM. HOWEVER, THEY ARE 
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"CONFUSED” BY THE MULTIPLICITY OF MEETINGS. HE 
REITERATED POINTS MADE OFTEN BEFORE (SEE REF C). 

THIS FIRST MEETING MUST DELINEATE DIVISION OF 
RESPONSIBILITY AMONG VARIOUS AGENCIES. 

3. UNFORTUNATELY, FRG WILL NOT RPT NOT BE ABLE TO 
SEND EXPERT DELEGATION. DR. DEUTZ, GERMAN CONSUL 
GENERAL IN ROTTERDAM, WILL BE ASKED TO ATTEND AS AN 
OBSERVER AND TO REPORT PLANS AND DECISIONS SO THAT 
FRG MAY DETERMINE HOW TO DIVIDE THEIR RESOURCES AND 
HOW TO DESIGN MOST APPROPRIATE GERMAN CONTRIBUTION TO 
INTERNATIONAL ENERGY INITIATIVES. DEUTZ WILL BE 
INSTRUCTED TO STRESS GERMAN INTEREST IN THE PROIECT 
AND TO URGE THAT THE COMPETING PLANS AND PROGRAMS OF 
THE VARIOUS AGENCIES BE RESOLVED. 

4. EMBASSY S&T COUNSELOR URGED LARGER, MORE 
SPECIALIST DELEGATION BUT WITHOUT SUCCESS. RELEVANT 
GERMAN EXPERTS ARE ATTENDING ECE MEETING IN GENEVA, 

AS NOTED REF B. 

5. FRG DELEGATION TO BRUSSELS MEETING ON ENERGY 
CONSERVATION IN INDUSTRY WILL INCLUDE SEVERAL 
INDUSTRIAL AND OTHER EXPERTS. WILL REPORT NAMES ASAP. 
HILLENBRAND 
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